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Message Text 


UNCLASSIFIED 

PAGE 01 BAGHDA 00571 021153Z 

51 

ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-07 /018W 

014261 

R 271 1 15Z MAY 75 
FM USINT BAGHDAD 
TO USDOC WASHED 
INFO SECSTATE WASHDC 2031 

UNCLAS BAGHDAD 571 

E. O. 11652: N/A 
TAGS: BTIO, IZ 

SUBJECT: TENDERS FOR HOSPITALS 

REF: USDOC 5459 

1. UNINT HAR HAD NO REPLY TO OUR LETTER OF APRIL 16 
1975 TO DIRECTOR GENERAL OF BUILDINGS, MINISTRY OF 
WORKS AND HOUSING, SALHIYA, BAGHDAD CONCERNING HOSPITAL 
PROJECTS. THIS IS, HOWEVER, THE KEY AGENCY IN THIS 

AREA AND IT CAN DO NO HARM FOR US FIRMS TO IDENTIFY 
THEMESELVES TO IT. 

2. IN OCTOBER 1974 IN RESPONSE TO OUR ENQUIRY ABOVE 
AGENCY SAID THAT NINE HOSPITALS FOR 420 PATIENTS EACH 
WERE UNDER DESIGN AND WHEN DESIGN COMPLETED USINT 
WOULD BE NOTIFIED SO THAT US CONTRACTORS COULD BID. 
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Copy: SINGLE 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 
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Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BAGHDA00571 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 92-001 9 
From: BAGHDAD 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975051 5/aaaaamzq.tel 

Line Count: 43 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 
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Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 
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